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' K. CAMP STREAMER. 


vice-president of the 
Westinghouse Electric 
& Manufacturing Co.. 
who last week was 
elected president of 
the National Electrical 
Manufacturers Associa- 
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150-kva substation built piecemed 


CAPACITY WAS DOUBLED 
at less than revamping cost --- via STANDARDIZATIO 


& Here's a clear-cut example from the industrial field Although simpler than the problems you encountt 
that shows what repetitive manufacture is ac- this case is further evidence of what repetitive mati 
complishing. It helps explain, in terms of dollars saved facture can do to increase the economic worth of pai 
for the buyer, why General Electric is urging a wider apparatus. In making your plans for the future, wi 
application of this principle in the manufacture of you work with us to broaden the scope of this program 


heavy power apparatus. General Electric Company, Schenectady 5, N. Y. 


Greater output made it imperative for this lumber mill Buy all the BONDS you: 
to double its substation capacity. Maintenance was high, —and keep all you! 
interrupting capacity oe aes. The substation struc- 
ture impeded yard traffic. Making room for three new 
100-kva transformers and accessories presented a difficult 
problem. 

Then, as an alternative, G.E. recommended the 
installation of a self-contained, indoor unit substation. ; AND RE 
When the costs were analyzed, the new 300-kva unit sub- 4. MAINTENANCE 
station was proved less expensive thantherevamping plan. 3. SECONDARY CABLE 5. ACCIDENT ee 

Last report: ‘“‘Company is enthusiastic over unit Centralized location) oy 6. POWER Loss , = 
substations and intends to install more.’’ feeders) 7 co 
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Reveals 5-Year Post-War 


Rural Electrification Plan 


Agriculture Department Program Would Bring Power to 3,655,000 
Homes at Cost of $1,042,000,000—Completion Will Mean only 1,737,000 
Rural Dwellings without Electricity—Make-Work Angle Is Emphasized 


A program to bring electricity to 3,- 
655,000 rural dwellings at a cost of 
$1,042,000,000, within five years after 
line construction materials again be- 
come readily available, has been made 
public by the Agriculture Department. 

The program, prepared by post-war 
committee of the Rural Electrification 
Administration, goes appreciably be- 
yond that recently outlined by Agri- 
culture Secretary Claude R. Wickard, 
which anticipated expenditures of 
$589,000,000 for a three-year program 
of “area coverage.” The new plan, 
however, is based upon the principles 
outlined by Wickard as essential to 
post-war rural electrification. Wickard 
declared that rural homes have as 
great or greater need for electricity as 
urban homes, that furnishing of this 
service must be looked upon as an 


® °pportunity to render service to agri- 


culture rather than as a means of 
making profits and that REA coopera- 
tives are the best means of getting 
electric service to the maximum num- 
ber of rural homes at the earliest date 
sce cooperatives “are organized for 
service and not for profit.” 

The REA five-year program, whose 
cost estimates are based upon pre-war 
REA costs, would leave 1,737,000 rural 
dwellings still to be served under a 
mop-Up program as yet unplanned. It 
stimates that 952,000 of the 6,344,000 
presently-unserved rural dwellings “are 
located in suburban areas and can be 
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served by urban power systems.” The 
remaining 5,392,000 dwellings can be 
served at a cost of $1,600,000;000, of 
which the five-year plan anticipates 
connecting 3,655,000 dwellings for 
$1,042,000,000. 

Considerable emphasis is laid by the 
five-year plan on the man-years of 
work which will be required to build 
the lines, wire the dwellings and make 
the equipment which it is estimated 
would be purchased once the dwellings 
were connected. 

The plan estimates that old and new 
rural customers “offer an almost im- 
mediate market for wiring jobs total- 
ing about $725,000,000 . . . and for 
farm and household appliances totaling 
about $3,066,000 . . .” In addition, the 
plan sees considerable extra business 
in wiring rural schools, churches and 
similar buildings. The plan also urges 
and supports “the establishment of new 
and the electrification of existing rural 
service and processing industries and 
other commercial enterprises.” 

“The development of every type of 
suitable rural industry in every electri- 
fied rural area should be considered 
part of a national rural electrification 
program,” the report asserts, adding 
that “to be of maximum service, to 
farm people, such developments should 
be cooperatively owned and controlled 
wherever possible.” 

In justifying the vastly-increased em- 
phasis which the plan would lay on 
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publicly-financed rural electrification, 
the program asserts that: 

“The excuse that the lower popula- 
tion density in many of our rural areas 
makes the extension of electric service 
to them not feasible is no longer valid. 
The REA program has demonstrated 
that even the thinly-populated rural 
areas can be served by the application 
of the area coverage principle and by 
means of non-profit, farmer-owned and 
controlled cooperatives organized for 
the specific purpose of providing elec- 
tric service to their members.” 

Alluding to developmental work in 
the field of rural telephony which REA 
has been carrying on, the report 
pointed out: 


Telephone Service Needed 


“One important need is for rural 
local and long-distance telephone ser- 
vice. There are now fewer tele- 
phones in rural areas than 20 years 
ago. Many now existing are limited 
exclusively to local service. Technical 
investigation carried on in the pre-war 
period shows that telephone communi- 
cation can be made available over rural 
power lines, and by tying in with exist- 
ing telephone systems, intercommuni- 
cation can be arranged with all parts 
of the country.” 

In warning against the revival of 
“the rather general pre-war practice of 
cream-skimming” in post-war rural 
electrification, the report cited as the 
results of any such practice “the crea- 
tion and perpetuation of unserved 
pockets” which “. . . can not be served 
with REA financing... .” 

In a bid for support of REA’s post- 
war program by state regulatory com- 
missions, the report declared: 

“State utility commissions are, of 
course, interested in maximum low- 
cost rural electrification. They can 
aid that objective by exercising their 
regulatory powers to assure adequate 
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and water heater division of General 
Electric Co., claimed that by concerted 
effort the residential market will reach 
$300,000,000 annually in _ post-war 
years, Today, he asserted, there are 
8,000,000 homes without electricity, 
and in the homes that are wired, service 
is scarcely 10 per cent of what it should 
be. Residential consumers are 83 per- 
cent of all consumers. They use 17 
percent of the energy used but supply 
35 percent of the revenues of utility 
companies, 

Emphasizing that the American Gas 
Association has launched a_ well- 
financed plan to capture the domestic 
American market, Samuel B. Williams, 
editor ef ExectricaL Wor.ip, warned 
the electrical men that they must be 
alert. You can’t make an electric mar- 
ket out of appliances alone, he said, in 
warning them that they are interde- 
pendent. He stressed cooperation be- 
tween labor and management to solve 
problems of the post-war market. 

A. Camp Streamer (see front cover), 
Pittsburgh, vice-president of Westing- 
house Electric & Manufacturing Co., 
was elected president of NEMA. Vice- 
presidents elected are C. W. Higbee, 
manager of the wire and cable depart- 
ment, U. S. Rubber Co., New York; 
E. A. Williford, general sales manager 
of the carbon products division, Na- 
tional Carbon Co., New York; R. L. 
White, president of Landers, Frary and 
Clark, New Britain, Conn.; R. W. 
Turnbull, president of Edison General 
Electric Appliances Co., Inc., Chicago; 
and W. C. Johnson, vice-president of 
the Allis-Chalmers Mfg. Co., Milwau- 
kee. 

Elected treasurer was R. S. Edwards, 


president of Edwards & Co., Inc.,. Nor- 
walk, Conn. Named to the Officers Com- 
mittee as representatives of the Board 
were E. QO. Shreve, vice-president of 
General Electric Co., Schenectady, and 
C. L. Collens, president of the Reliance 
Electric & Engineering Co., Cleveland. 

Six new members elected to the 
Board of Governors were R. S, Ed- 
wards; A. H. Feibel, Covington, Ky., 
president of Kelley-Koett Manufactur- 
ing Co.; L. G. Hall, St. Marys, Pa., 
president of the Stackpole Carbon Co.; 
Whipple Jacobs, Chicago, president of 
the Belden Manufacturing Co.; Walter 
E. Poor, Salem, Mass., president of 
Sylvania Electric Products, Inc., and 
R. R. Titus, Oaks, Pa., president of the 
Synthane Corp. 


Kentucky Utility Plans 


704 Miles of Rural Lines 


Kentucky Utilities Co. has applied to 
the Public Service Commission for per- 
mission to erect 704 miles of rural lines 
in 64 Kentucky counties. The extensions 
would cost $810,000 and would bring 
service to 4,246 prospective customers. 
A public hearing will be held on Novem- 
ber 22. 


Rural Lines Approved 


Four Illinois electric utility companies 
have been given permission by the IIli- 
nois Commerce Commission to erect a 
total of 29.77 miles of rural lines in 17 
counties. The companies are [Ilinois 
Power Co., Central Illinois Public Serv- 
ice Co., Illinois Northern Utilities Co., 
Public Service Co. of Northern Illinois. 













‘CABLE SYMPOSIUM—Progress in synthetic materials for insulating wire and cable 
was reviewed at length at the recent Boston convention of the International Municipal 


Signal Association by representatives of prominent manufacturers. 


Encouraging 


reports were made to communication and power company engineers, public authori- 
ties and system operators on rubber substitutes developed by research before and 


during the war. 


Left to right, E. W. Davis, Simplex Wire & Cable Co.; R. D. Evans, 


Hazard Insulated Wire Wks. Div., Okonite Co.; R. B. McKinley. General Electric 
Co.; 1. A. Gray, Simplex Wire & Cable Co.: and Thos. Cooper, Jr.. New England 
Telephone & Telegraph Co. 
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U. S. Has $63,000,000 }( 
in Nebraska Hydros 


Findings of the special Nebrasks 
state legislative committee investigating 
the power situation in Nebraska reyes) 
that the government currently has aboy 
$63.000,000 invested in state hydrox, 

PWA originally loaned about $49, 
000.000 to the “hydros” and gave grants 
of $23,000,000 that did not have to be 
repaid. Since then Loup River Publ 
Power District has bonded its $745, 
000 deficit and the Platte Valley Py}. 
lic Power and Irrigation. District j, 
$1,169,000 shortage. Tri-County (Cen. 
tral Nebraska Public Power & Irriga. 
tion District) was recently loaned nearly 
$2,500,000 and given outright the re. 
mainder of a $4,500,000 advance to pay 
for surfacing the Kingsley dam to jp. 
sure its permanence. The government 
holds $45,000,000 of these bonds. 

Failure to pay bond interest of 4 
percent on the loans has resulted in a 
readjustment so that for the past yea 
the rate has been a fourth of one per 
cent, but increases to 5 percent in % 
years, making it 4 percent over the 6 
years life. The present low rate help 
explain why Tri-County has not yet ac 
quired a deficit. 

The hydros now produce half the cur 
rent generated in the state. Last year 
481,000,000 kw.-hr. was sold. Consun- 
ers took 227,000,000, Nebraska Power 
177,000,000, rural districts 27,000,00§ specu 
and the municipalities 23,000,000. not m 

The legislative committee finds thi Wilso 
Loup River is having trouble with sil, J meetin 
while Platte Valley, which is suffering§the re 
from dam and canal leakage has to im produ 
port silt that will seal the pores of th ductio 
reservoir. This it is doing by diverting§crease 
waters from the South Platte which carggram 
ries silt. Until then it depends in patgseems 
on Tri-County for storage. Tri-Countyifexecut 
trouble lies in the fact that it cannd§war p 
store as much as it was built for becausgand tz 
of wave action on the dam facing whichf produc 


is currently being replaced by rock. fsigned 
of the 
™ Under. 


Quebec Hydro Board : Z 
Salaries Will Be Culfsuus 


of | 
The salaries of members of the Chey 


Quebec Hydro-Electric Commissidt heey 
are to be cut, Premier Maurice Dv eon 
plessis has announced. The chairmit 
will be cut from $18,000 to $14,000 a 
nually, and the four commissiontl 
from $15,000 to $10,000. ously 

Arthur Savoie, Montreal notary, bi! mar me 
been appointed to fill the vacancy (Pi wp, 
ated by the promotion of L. A. Pom. | 
to the chairmanship made vacatt "1 i os 
the ousting of Senator T. D. Bouchatl hess, 
by thé former Liberal administrate 
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Post-War Planning Series 


eal | Amy and Navy Officials Suggest Company Meetings with Utility Ex- 
out | scutives Might Be Taken to Indicate War Production Needs Are Declin- 


40. 
ints 


blic | Because Army and Navy officials felt 
45. Ithat the series of post-war planning 
ub- Hconferences scheduled by General Elec- 
its Hic Co. might be misunderstood and 
‘en- {taken to mean that the needs of pro- 
iga-} duction are declining, the company has 
arly} cancelled the remaining meetings sched- 
re-| led with the promise that they will 
pay | be held “just as soon as Army and 
in | Navy appraisal of nation’s war situa- 
nent | tion will permit.” 

The series was planned for utility 
f 4bexecutives with the first meeting at 
in ap Atlanta, October 26 and 27; the sec- 
yeaa ond in New York, October 31 and 
perf November 1; and the third in Chicago, 
: 28 November 9 and 10. Charles E. Wilson, 
> 6M president of the company, and former 
elp@ vice-chairman of the War Production 
- ac Board, was scheduled to speak at all 
meetings. 
































Request to Cancel Puzzling 


Since the meetings were announced 
two weeks previously, there is some 
speculation as to why the request was 
not made sooner. The telegram to Mr. 
Wilson made no direct request that the 
meetings be cancelled. After praising 
the record of the company for its war 
production and pointing out that pro- 
duction of war materials must be in- 
creased rather than reduced, the tele- 
‘ggram read, “In view of these facts it 
seems to us that any meeting of your 
executives at this time to consider post- 
war planning might be misunderstood 
and taken to mean that the needs of 
production are declining.” It was 
signed by James Forrestal, Secretary 
of the Navy, and Robert P. Patterson, 
Under-Secreary of War. 
hh Atlanta where Mr. Wilson gave 
his first speech since resigning last 
August from WPB, he said in a “sort 
of personal report” of his tenure as 
Tee-chairman, “so great a job has 
American industry done that even that 
‘treme realist in the Kremlin, who is 
clined to withhold any bouquets he 
may have for Anglo-American military 
nd diplomatic achievements, has gen- 
ously acclaimed the importance of 
. material contributions to victory.” 
“Perhaps you are expecting another 
kind of report,” said Mr. Wilson in his 
st public appearance to private busi- 
ss, “replete with any accusations and 
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i ing—President C. E. Wilson, Former WPB Official, Speaks at Atlanta 


denunciations, with inside facts and 
now-it-can-be-told anecdotes. I must 
admit that there is a great deal of raw 
material available from which to fash- 
ion that kind of blast. Because it is 
true that in Washington, as in the rest 
of the country, there have been many 
mistakes, unbelievable ignorance, much 
short-sightedness, some brutal mishan- 
dling of facts and people, but in Wash- 
ington, as in the rest of the country, 
there has also been a magnificent dem- 
onstration of America in action, in 
person and by proxy, and I am old- 
fashioned enough to think that it is 
far more important.” 

“Industry has done this job,” Mr. 
Wilson continued. “I don’t mean by 
this that we are to lose ourselves in any 
indeterminate period of self-congratu- 
lations for its own sake. The decora- 
tions must be pinned where they be- 
long—on our fighting men. But it was 
not a number of alphabetical agencies 
or bureaus which accomplished these 
amazing results. It was not the con- 
gress, nor the President, nor the cabi- 
net. It was definitely not the attorney- 
general and his staff, and neither was 


it the War Production Board. 
Industry Did the Job 


“Tt was industry, not a special group, 
but men in factories and offices and 
laboratories, men on farms and in mines, 
who did this job,,and they did it be- 
cause they knew how to do it and had 
the will. It is not credit for their per- 
formance that they should seek as we 
come to the victory and the peace, but 
recognition of their own strength and 
their own importance in shaping to- 
morrow. They must not let themselves 
be shoved and jockeyed and bullied out 
of their rightful place as masters of 
their own fate by any handful of ideolo- 
gists and rabble rousers. 

“The war is not yet won,” Wilson 
continued. “Producers must not lay 
down their tools nor slacken their over- 
all efforts until they have seen the thing 
through. But the planning and the 
makeready for full production have 
long since been completed, and my par- 
ticular assignment in the War Produc- 
tion Board was as nearly finished as 
it would ever be. 

“Reconversion is quite a problem. 
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But it is a problem for industry rather 
than government. Industry realizes 
that it is tremendously important that 
we get going immediately on our peace- 
time jobs before the vast amount of 
potential buying power, stored up dur- 
ing the war, is dissipated in living 
costs by workers idle during the re- 
conversion period. 

“After the war is won,” Mr. Wilson 
told the executives, “take-home pay for 
workers after deductions, on a 40-hour- 
week basis, must eventually equal 
higher amounts now received as a re- 
sult of overtime. : 

“I believe it is not only possible but 
probable that we shall enjoy a higher 
standard of living than ever before,” he 
continued. “We should have an econ- 
omy of plenty with good earnings for 
labor, and therefore good buying power 
to generate higher national income. 

“Nor,” he added, “need unemploy- 
ment stalk the nation. Millions and 
millions of people in the current labor 
pool will just naturally get out of it. 
Women are already going home. The 
service industries—now practically 
without help—will furnish employment 
for a great, great many. 

“As for the electrical industry,” he 
continued, “I look forward to con- 
stantly expanding post-war markets if 
we can just keep our prices cheap 
enough. 

“Technically, in my opinion, this 
war has put us 20 to 25 years ahead 
of where we would have been other- 
wise.” 

s 


Chicago to Vote on Bond 
Issue for Street Lighting 


A proposed $3,000,000 bond issue to 
finance the extension and improvement 
of Chicago’s electric street lighting 
system will be submitted to the voters 
for approval in the coming November 
election. The bond issue was approved 
by the City Council on September 27. 

About $2,000,000 of the $3,000,000 
bond issue is to be allocated to the in- 
stallation of lighting on streets not now 
lighted, L. M. Johnson, commissioner of 
streets and electricity disclosed this 
week. The city has 103,000 electric 
street lights now in service but there 
are an additional 4,400 gas and 260 
gasoline street lamps in operation. 
About $500,000 has been earmarked 
for the replacement of these obsolete 
lamps. it was stated. Also contem- 
plated is replacement of two obsolete 
uneconomically-located substations with 
a single new centrally located substa- 
tion at a cost of $250,000. Another 
$250,000 will be spent for the replace- 
ment of other street lighting facilities 
now considered unsafe, Commissioner 
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Johnson stated. 

Under the program, it is estimated 
that 12,000 new street lights will be 
purchased and that about 300 miles of 
streets will be lighted, C. S. Shaffer, 
superintendent of the Bureau of Elec- 
tricity asserted. 

“Recent trends in street lighting prac- 
tice recommend the use of luminaires of 
higher intensity placed at greater 
mounting heights and wider spacing,” 
Commissioner Johnson pointed out. 
“Studies and tests are now being made 
to determine the standards of street 
lighting to be.used that will give the 
maximum safety protection to vehicular 
and pedestrian traffic consistent with 
economy of installation and annual op- 
eration and maintenance cost,” he as- 
serted. 


OWU Makes Additional 
Transformers Available 


Approximately 4,500 additional small 
distribution transformers will be au- 
thorized for purchase monthly under 
Direction 1 to order U-1, the Office of 
War Utilities’ Power Division disclosed 
this week. The additional units will 
raise to about 12,000 the monthly sup- 
ply which will be authorized for pur- 
chase. 

Approval of purchase orders for these 
transformers, of 5-kva. or less only, will 
be granted hereafter on a basis which 
is expected to make more of them avail- 
able for new construction. Feeling 
that too many of these transformers 
have been going into inventory, OWU 
hereafter will refuse purchase author- 
izations for MRO use if transformers 
in the applicant’s inventory for MRO 
purposes exceed a stipulated percent- 
age of the number of these transformers 
in service. It is expected that holders 
of inventories of more than 2 percent 
will not be authorized to buy except for 
new construction. 

The increase in monthly authoriza- 
tions results from a decrease in the 
backlogs of transformer manufacturers 
rather than from increased production. 


Want American Engineers 
Included at Peace Table 


Presidents of five leading engineering 
societies who recently released their 
own plan for keeping Germany produc- 
tive yet harmless after the defeat of the 
Nazis have decided to approach Cordell 
Hull Secretary of State, with a proposal 
that technical and scientific advisers be 
included in the American delegation to 
the peace conference. 


Wisconsin Electric 
Alters “10 for 1” Plan 


The application of the Wisconsin 
Electric Power Co. to modify its “10 
for 1” plan of selling electricity and 
to reduce its regular rates has been 
approved by the Wisconsin Public Serv- 
ice Commission. 

The “10 for 1” plan was adopted in 
1935 on orders of the commission to 
encourage the sale of electricity through 
bargain rates. The plan permitted a 
customer to use up to twice as much 
electricity at a cost of only 10 percent 
more than the year before. The com- 
mission last summer asked that the plan 
be terminated because it led customers 
to waste electricity and because it re- 
quired some customers to pay more 
than others for the same amount of 
current. 

Over all effect of the rate changes, 
according to the commission, will be 
that the utility’s revenues will be in- 
creased $110,000 a year under the plan, 
but this will be offset by an annual re- 
duction of $270,600 in regular rates, 
leaving the company with a net loss of 
$160,600. 

Changes will benefit small users 
chiefly, inasmuch as the “10 for 1” plan 
was offered by the company as an in- 
ducement to use more electricity. 

The “10 for 1” plan will be modified 
in these ways: 

1. No new customers are permitted to 
participate in the plan. This, however, 
will not apply to present customers who 
change their addresses. 

2. If a customer’s use of electricity 
does not bring him within the scope of 
the plan in one month of any period 
of six consecutive months, beginning 
July 1, 1944, he shall become ineligible 
to participate thereafter. 

The “floor rate” of 10 for 1 plan— 
the minimum to whigh it may go with 
increased consumption—shall be in- 
creased from 1 to 2 cents a kw.-hr., the 
increase to be added at the rate of 4 
cent a kw.-hr. at intervals of 3 months 
beginning at once. 

General rate reductions approved call 
for a reduction of 14 cent a kw.-hr. for 
the first 50 kw.-hr. used in commercial 
places, and about 14 cent kw.-hr. for the 
amount over 200 kw.-hr. used on farms. 


Opposed Proposed MVA 


Opposition to the creation of a 
Missouri Valley Authority and to pro- 
posals of the Army engineers for de- 
velopment of the Missouri River was 
registered by Yellowstone Basin Asso- 
ciation directors recently at a meeting 
in Billings, Mont. At the same time they 
voted their support to plans of the Bu- 


reau of Reclamation for development of 
the Missouri basin and pointed to th 
necessity of a compact among Mop. 
tana, North Dakota and Wyoming {o; 
distribution of Yellowstone waters, 


P.E.A. Hears Flicker 
Problems Will Grow 


Flicker will return as a more serioy; 
problem following the war. Not only 
will there be the welders but refrigers. 
tion and air conditioning units usin 
motors up to three-quarter horsepowe: 
are expected to be sold in large nun. 
bers. Discussion of the problems caused 
also by the one-third and one-half horse. 
power motors on vegetable storage units 
and the addition of more milk coole 
units on domestic and rural lines, con. 
sumed nearly all of one afternoon’: 
session of the transmission and distr 
bution committee of Pennsylvania Elec. 
tric Association at Harrisburg las 
week. This flicker problem will be the 
basis of a prepared paper at a late 
meeting. 

It was shown in a preliminary repor 
on simplification of line hardware ma 
terial by H. R. Wilbur, Metropolitay 
Edison Co., that a reduction of thes 
catalogued items is a possibility. 0: 
700 items studied it was found thaj 
nearly 60 percent had no sales what: 
ever and 0.1 percent resulted in mor 
than half the sales. Further study 
this will be made by the member com 
panies, and a report will be made ¢ 
the next meeting. 

Satisfactory operating experienc: 
with self-supporting cable was reported 
by G. S. Wilcox, Philadelphia Electr: 
Co. The installation of this cable wi 
previously reported in the ELEctRICA 
Wortp, April 19, 1941. 

R. F. Quinn, General Electric (, 
demonstrated the advantages of havin: 
the rural line recloser operate and lock 
out without blowing the fuse. 

W. C. Feaster, Potomac Edison Co, 
reported the successful use of a 2} 
watt, 80-kc unit for communication 
with mobile units over a 33-kv. systetl 
for approximately 25 miles. E. ¢ 
Markley, General Electric Co., spoke 
on the technicalities of carrier curtet! 
usage and their limitations because 
present regulations. 


Plans to Redeem Bonds 


A total of $68,000 principal amout! 
of Iowa Public Service Co. first mo 
gage bonds, 334 percent series due 198, 
has been drawn by lot for redemptt! 
on November 24, 1944, at 104% percet! 
and accrued interest. 
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California Prohibits 


Oregon Cooperative 


Efforts of a southern Oregon REA. 
cooperative to extend its holdings into 
northern = California (ELECTRICAL 
Wortp, June 17, p. 5) failed recently 
yhen the California Railroad Commis- 
sion denied permission to the Public 
Utilities California Corp. to sell elec- 
tric and water systems in Del Norte 
County to the Coos Electric Coopera- 
tive, Inc. 

Contending that if the proposed 
transfer was consummated, the Oregon 
corporation would be operating as a 
public utility in California, the Com- 
mission denied the application in view 
of the state Public Utilities Act. The 
Act provides in part that no franchise 
to own or operate any public utility 
business in the state be granted to a 
foreign corporation. 

While taking the position it would 
not be a public utility subject to regu- 
lation in California, the Coos Coopera- 
tive proposed to continue service to 
all customers served by the California 
corporation and any other persons 
who applied for service. 

Electrical properties involved were 
a diesel-electric station at Crescent 
City, Calif., the electric distribution 
system serving the town, a 20-mi. 11- 
ky, transmission line to the Oregon 
border and a distribution system in 
the town of Smith River. 


CVP Leads to Injunction 
Suit Against Harold Ickes 


Charges of intended violation of pro- 
visions of the Central Valley Project 
Act in a manner whith would deprive 
certain areas of vital water were 
brought against Secretary of the In- 
terior Harold L. Ickes and other Interior 
Department officials in an injunction 
suit filed recently in Fresno, Calif., by 
a Merced rancher. 

The suit protests that Secretary Ickes 

and other officials contemplate diverting 
waters of the San Joaquin River in a 
way which would in effect rob ranches 
and farms in the grasslands area sur- 
rounding Merced of their natural water 
supply, at the same time lowering the 
area’s water table. 
Depriving the grassland area of ir- 
nigation water to supply undeveloped, 
arid areas in Kern, Kings, and Tulare 
counties by diversion through the pro- 
posed CVP Friant-Kern canal unit 
would be in direct opposition to pro- 
“sions and spirit of the CVP, the com- 
Plaint contends. 

Emphasizing it is not intended to 
lock completion of the CVP, but means 
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to “expedite the fundamental purpose 
of the project—the conserving and util- 
izing of surplus waters,” the suit was 
brought by Elon P. Close, owner of a 
1,377-acre ranch, in behalf of himself 
and other ranchers. 

Meanwhile, the move to obtain state 
control of the mammouth, multiple- 
purpose project (ELectricaL Wor tp, 
October 7, 1944, page 6) gained mo- 
mentum as the opinion was expressed 
that California is in a favorable posi- 
tion to take over the project. 

Rolland Vandegrift, legislative audi- 
tor, reporting to the Joint Committee on 
Water Problems of the State Legis- 
lature that the time is favorable for such 
a move, proposed three plans whereby 
the state could purchase the project. 
Each involves the issuing of 2 percent 
bonds with 30-year maturity and the 
taking over of all or part of the $316,- 
500,000 authorized by the Government 
for the CVP. 


Pacific Power Installs 
15,000-Kw. Transformers 


Pacific Power & Light Co., the 
Handford Engineering Works and the 
Army Engineers have installed a 15,000 
kw. bank of transformers at the com- 
pany’s Pasco substation, and will use 
the surplus capacity, on two sections 
of the company’s transmission to feed 
additional energy to the project. 

The power company has a 115-kv. 
transmission line connecting the Pasco 
substation with the Bonneville line 
from Midway to Walla Walla, and a 
69-kv. line from Pasco to the vicinity 
of Richland. The new bank of trans- 
formers will link the two lines to 


enable the project to draw Bonneville 
power from the additional source. 


51 Radio Channels 
Requested by Utilities 


The Federal Communications Com- 
mission was told recently that antici- 
pated post-war expansion of the use of 
radio by electric utilities will warrant 
the assignment of 51 exclusive channels 
to the industry and was urged to relax 
existing restrictions on conditions under 
which utilities may use their radio 
equipment. 

Testimony to this effect was pre- 
sented to the commission by communi- 
cations experts of three electric utilities 
and by a representative of the Edison 
Electric Institute at hearings on the 
allocation of frequencies in the radio 
spectrum from 10 to 30,000,000 kilo- 
cycles (ELectricaL Wortp, October 28, 
page 89) to various classes of non- 
governmental users. It was hoped to 
end the hearings this week, but no final 
decision on allocations was anticipated 
for some time. 

Witnesses speaking fdr the electric 
industry emphasized the possibilities 
for prevention of breakdowns and other 
troubles on far-flung electric systems 
implicit in broader use of radio as they 
sought to -have utility radio transferred 
from a classification under which it 
can be used only during emergencies 
which jeopardize life, public safety or 
important property to a classification 
which would permit its use in less strin- 
gent emergencies. They emphasized 
that there is no desire by electric com- 
panies to use radio to transmit routine 
messages, but pointed out specific ap- 
plications where its use would be of 
tremendous value. 

Currently, the industry ‘is one of 
many users of 17 channels which may 
be used only in drastic emergencies. 





UTILITY VETERANS RECOGNIZED—New England Power System officials received 
service pins from President Irwin L. Moore at a recent luncheon in their honor at 
the Engineers Club, Boston. L. to r., Herbert W. Greenhalgh, 25 years, vice-president 
New England Power Service Co.; William C. Coburn, 30 years, vice-president New 
England Power Association: Jesse E. Gray, 40 years, assistant vice-president; Mr. 
Moore; Frederick J. Dunn, 30 years, vice-president of the Association: and George W. 
Perry, 35 years, district manager South Shore companies, Quincy 
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Appearing before the commission on 
behalf of electric companies were Rus- 
sel V. Dondanville, of the Common- 
wealth Edison Co., Chicago, who is 
chairman of a committee of the Radio 
Technical Planning Board studying 
radio problems of electric, gas, water 
and steam utilities; George H. Under- 
hill, assistant to the chief engineer of 
the Central Hudson Gas & Electric 
Co., Poughkeepsie, N. Y., a member of 
Dondanville’s committee; Charles T. 
Mallory, superintendent of transmis- 
sion and communication for the South- 
ern California Edison Co., and Philip 
H. Chase, representing E.E.I. and the 
Association of Edison Illuminating 
Companies. 

Dondanville told the commission that 
56 electric utility users operate about 
60 percent of all transmitters assigned 
to the 17 “special emergency” channels. 
He said that while non-exclusive chan- 
nels would be acceptable most of the 
time, utilities need uninterrupted access 
to their radio communications when 
there is a real emergency, and argued 
that since most major emergencies 
affect all utilities, channels assigned ex- 
clusively to utilities but open to more 
than one type of utility would prove 
ineffectual in time of crisis. 

In answer to a commission question, 
Dondanville said utilities would be in- 
terested in a mobile common carrier 
service as proposed by the American 
Telephone & Telegraph Co. if it were 
as effective as they could provide for 
themselves, but expressed the personal 
opinion that such commercial service 
would not be that effective. 

Underhill asked the commission to 
consider allowing electric companies 
to use radio not only for communica- 
tion but as well for performance of such 
operations as- control of remotely lo- 
cated apparatus where other means of 
operation are inadequate or non-exist- 
ent and for automatic transmission of 
metering or alarm signals vital to the 
proper operation of power facilities. 
He added that walkie-talkie and handy- 
talkie radios are being considered for 
control of emergency crews. 


Birmingham Electric Issue 


Birmingham Electric Co. through a 
banking group headed by Smith, Bar- 
ney & Co. and Blyth & Co. Inc. is offer- 
ing $10,000,000 of first mortgage 3 per- 
cent bonds, due August 1, 1974. The 
bonds will sel] at 101 and accrued in- 
terest. 

Net proceeds of the sale, together 
with other corporate funds, will be used 
to redeem at 101 the $10,000,000 of 
first and refunding mortgage 4% per- 
cent bonds, due in 1968. 
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Fruit Firm Opens Deal 
to Buy Lumber Utility 


A transaction whereby the Northern 
Counties Utility Co., a recently organ- 
ized California corporation and sub- 
sidiary of the Fruit Growers Supply 
Co., expects to acquire title to the 
electric distribution system of the Red 
River Lumber Co. in Westwood, Las- 
sen County, Calif., was disclosed re- 
cently in San Francisco. 

Details of the negotiations became 
known when the California Fruit 
Growers Exchange, through its sub- 
sidiary, the Fruit Growers Supply Co., 
sought permission of the California 
Railroad Commission to consummate a 
$10,300,000 deal to purchase the lum- 
ber manufacturing plant, sawmill, tim- 
ber and utility properties of the lum- 
ber concern, including the townsite of 
Westwood, 

In the event the Supply Co. exer- 
cises its options, the Utility Co. will 
take title to and operate the town’s 
electrical facilities, including four 
feeders from substations, distributing 
electricity for domestic. commercial 
and street lighting. It also will operate 


MEETINGS 


Previously Listed 


Pacific Coast Electrical Association—Annual fall 
conferences, northern section, Fairmont Hotel, 
San Francisco, Calif., November 9; southern 
section, Hollywood Roosevelt Hotel, Hollywood, 
Calif., November 16. V. W. Hartley, “reps 
director, 601 W. 5th St., Los Angeles, Calif. 


Southeastern Electric Exchange—Sales conference, 
Henry waly Hotel, Atlanta, Ga., November 
9-10. J. - Talley, executive secretary, 303 
Haas-Howell Bldg., Atlanta 3, Ga. 


National Association of Railroad and Utilities 
Commissioners—Annua!l meeting, Hotel Fonte- 
nelle, Omaha, Neb., November 14-17. Ben 
Smart, secretary, 7411 New Post Office Bidg., 
Washington 25, D. C. 


Pennsylvania Electric Association—Communications 
committee, sevelt Hotel, Pittsburgh, Pa., 
November 16-17. J. G. McKinley, ahelrmnon, 
West Penn Power Co., Pittsburgh, Pa. 


Great Lakes Power Club—Fall meeting, Palmer 
House, Chicago, Ill., November 17. A. Skret- 
ting, secretary, Wisconsin Electric Power Co., 
Milwaukee, Wis. 


American Society of Mechanical Engineers—An- 
nual meeting, Hotel Pennsylvania, New York, 
N. Y., November 27-30. Ernest Hartford, ex- 
executive assistant secretary, 2? W. 39th St., New 
York 18, N. Y. 


National Exposition of Power and Mechanical 
Engineering — Madison Square Garden, New 
York, N. Y., November 27-December 2. 


National Association of Manufacturers—Annual 
meeting, Waldorf-Astoria Hotel, New York, 
N. Y., December 6-8. J. M., Boyd 
14 W. 49th St., New York 19, N. Y 


American Standards Association — Annual meet- 
ing, Hotel Roosevelt, New York, N. Y., Decem- 
ber 8 P. G. — secretary, 70 E. 45th St., 
New York 17, N. Y. 


Technical Valuation Society—Annual forum and 
business meeting, Building Trades Club, 2 
Park Ave., New York, N. Y., December 16. 
W. C. Fisher, chairman, Room 516, 4 Irving 
Place, New York, i, 


secretary, 


the water and telephone systems, 
The deal does not include acquis. 
tion of the lumber concern’s hydroeles. 
tric plant on the Hamilton branch of 
the Feather River, certain transmission 
lines nor right to receive current from 
the Pacific Gas & Electric Co. Power 
needs for the Supply Co.’s operation of 
mill facilities will be filled by a steam 
electric plant on the property. 


REA Post-War Planning 
Report Now Available 


A preliminary report containing ip. 
formation and data covering the REA 
rural electrification post-war planning 
program has recently been published, 
Copies are now available from W, J, 
Neal, Deputy Administrator, Rural 
Electrification | Administration,  §¢. 
Louis, Missouri, according to a recent 
announcement by A. E. Becker, chair. 
man of the National Rural Electric Co- 
operative Association Post-War Plan. 
ning Committee. 


Nova Scotia Power Policy 
Revealed by A. MacMillan 


A. S. MacMillan, premier of Nova 
Scotia and chairman of the power com- 
mission of the province, has released a 
statement declaring that while it is not 
the policy of the government to take 
over power developments of private cor. 
porations and municipalities, the gov- 
ernment will not hesitate to do so “when 
we can do the job cheaper than th 
local company.” The premier emphi- 
sized the importance of rural electr 
fication and the fact that the commis 
sion has surveys of every possible power 
site in the province and is ready to de 
velop any one at any time. 


New Mexico Indians Free 
Of State Electrical Board 


New Mexico lacks authority to regu 
late electrical installations within lt 
dian pueblos, Assistant Attorney Get 
eral Robert W. Ward held in an opinia 
given J. Wilbur Jones, engineer for 
Electrical Administrative Board. Wat 
said that the Enabling Act provide 
that until titles to Indian lands show! 
be extinguished the lands were to * 
main under the jurisdiction of Congres 


Utility Stock Purchased 


NY PA NJ Utilities Co. has # 
chased 712,411 shares of $1 par com! 
stock of the Jersey Central Powel 
Light Co. for $5,365,000. 
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On Supplying @ Post-War Requirements... 
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le When global war came, the electric light and power 


industry of the United States was ready—without 
rationing. It could and did meet the fantastic 
requirements .... The needs of the electric light 


d 
. and power industry in post-war times will be great, 
and when distribution materials and equipment are 
fl 
0 needed Line Material Company will be supplying 
the best of the new along with the best of the old. 
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LINE MATERIAL COMPANY /| 


DECLARATION 


f Clelaial Interdependence 


wer of 

Db ven in the course of eee pr = ; ial years 

oe : these sixty, ad ard 

— : : hind, and in the brief measure of 's responsibility tou 

electricity was first — at in wee for the electrical manufacturing begat : 7 sense of obliga- 

a evanay ching a ads that all electrical manufacturers shall now public y 
COMmin. ei 

tion and interdependence. 


De votd these truths to be self-evident: 

ivi indust: 
Pru it is the manifest destiny and ee - a gid 
to remove from the American scene every last vestige of avoidable, unnecessary and wasteful hardship 
ei Fra our industry has immediately before it the opportunity 


; i American entet- 
to create pattems of electrical use for American homes, industries, farms and every ee - as is theirs to com- 
prise, all of which have, until the present, used but a fraction of the strength of electrical se 


Frat the shadowy dreams of the founding fathers of vi 
{ i omise; 
industry are just now being seen on the horizon of tomorrow's Electrical Age in the full perspective of their pr 


Tru we, the members of the National Elecerical Manufac- 


turers Association, who have learned a new spirit of cooperation and reached unimagined achievements nares = 
world conflict, do fully realize the true measure of our industry's responsibility co the furure economic heaith, 


fase and progress of our beloved country; 
Feu, because the patterns of electrical products have and 
will increasingly become the very form, in fact the life-blood, of every phase of life in the Electrical Age just beginning; 
Fu. in consequence, our electrical manufacturing industry 


people—"“We can help industry make better products, and more products, for less 
maintain the high levels of employment vital to our future; 


Frat it can and does say to the American people, “the great 
#ving and working conditions better, healthier and happier;” 


oo F 

j > a AZ herefore, the men and women of the industry who today 

4 4 A from a single glowing filament into a billion-pronged servant of progress, real- 
ingly complex character of their respective undertakings, do hereby declare— 


' jf ers of the National Electrical Manufacturers Association recognize their com- 
Anto the Electrical Age; that all recognize the factor of electrical interdependence be- 
ers of the electrical j 
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ENTRAINED TURBINE—Outbound for Canada, on six of twelve flat cars 
required, are parts of a 12,500-kw. turbo-generator unit removed from 
Miller's Ford Station by Dayton Power & Light Co. to make room for a 
new 30,000-kw., low-pressure unit scheduled for operation in December 


[| INDUSTRY 


IN PICTURES 





RATION OF ELECTRICAL INTERDEPENDENCE— 
tbler, retiring president of the National Electrica] Man- 
Association, smiles proudly as he becomes the first 
the document attesting to the fact that in the Electrical 


| 
TO PREVENT A SIMILAR ACCIDENT—Following a 4,600-volt contact ac- 


beginning, all branches of the electrical industry are cident on Florida Power Corp. lines, C. M. Conway, substation electrician, 
Ment, Copies of the declaration are being sent to all and H. D. Ownby, safety engineer, made a scale model of the accident 
br their signatures. NEMA is also conducting an in- scene. The finely-detailed model is being used at safety meetings 

fe cooperative educational campaign in which em- 

member companies will be asked to take part to induce FOR THE WORLD’S LOUDEST VOICE—This forest of 20-foot poles supports 
fo “think electrically” so that Americans will learn 216 switches which can be manually operated to connect any of the six 
ticity con make their living and working conditions transmitters with any antenna atop the 800 170-foot poles at the most 
dihier, and happier powerful shortwave stations in the world, WLWL, WLWR, and WLWS. 


Bethany, Ohio. Operated by the Crosley Corp. for the Office of War 
Information and the coordinator of Inter-American Affairs, the stations are 
energized by the Cincinnati Gas & Electric Co. 
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THE WESTINGHOUSE 
TYPE A 
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€-LOYu 
LIGHTNING 


FOR 3-15 KV 
DISTRIBUTION CIRCUITS 


Cross-section of arrester, showing fibre filler and metal 
cover which provides shielded gap with low sparkover 


voltage. Arrows indicate current flow after sparkover. 
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Impulse sparkover time to sparkover characteris- 
tics (1.5 x 40 microsecond waves). 


9-kv arrester discharging 65,000 amperes. Note how 
voltage collapses immediately after sparkover. 
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Power follow current interrupting test on a 10,000- 
ampere circuit showing ability of arrester to interrupt 
in one-half cycle with no system disturbance. 


Equipment and lines on 3-15 kv distribution circuits 
gain better protection with the Westinghouse Type A 
“De-ion” lightning arrester. Construction and operating 
principles prevent transformer insulation breakdown 
and also reduce fuse outages. 

A special shielded gap holds the sparkover voltage 
materially below the withstand voltages of transformers 
and other line equipment. 

This arrester handles surge currents of 65,000 
amperes and when discharging even these high cur- 
rents, its IR drop is extremely low—approximately line 
voltage. This lower voltage across the arrester relieves 
the stresses on other insulation. 

The Type A arrester has unusual ability to limit and 
interrupt quickly a wide range of power follow currents, 
regardless of the system capacity. This valuable protec- 
tion is accomplished by restricting the arc space with a 
fibre filler and de-ionizing the arc stream, so that the 
gap insulation strength at the first current zero will 
withstand restored line voltage without further arcing. 

For complete information, ask for descriptive booklet 
B-3417. Westinghouse Electric & Manufacturing Co., 
P. O. Box 868, Pittsburgh 30, Pa. J-60563 


(w) Westinghouse 
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flectric Output Curve 
2.1% Below 1943 


The output curve turned upward dur- 
ing the week ended October 28, 1944, 
eeovering the ground lost in the pre- 
wding week, according to figures re- 
igsed by the Edison Electric Institute. 
The amount of electrical energy dis- 
iibuted by the light and power indus- 
iy amounted to 4,358,293,000 kw.-hr., 
compared with 4,345,352,000 kw.-hr. 
ie preceding week ended October 21. 
figures for the week represented a 
jecrease of 2.1 percent under the 
4452,592,000 kw.-hr. distributed during 
he corresponding week a year ago. 

Five of the seven major geographic 
egions of the country reported losses 
mder the corresponding week in 1943, 
the New England group entering the 
ninus column with a decrease of 1.1 
yercent for the week ended October 28, 
1944, as compared with the similar 
week last year. The Mid-Atlantic states 
reported a loss of 6.8 percent, compared 
vith only 5.6 percent the preceding 
week. The West Central and the South- 
em States reported gains. 

The Rocky Mountain states, which re- 
ported.a decrease of 11.8 percent for the 
week ended October 21, cut the loss to 
109 percent for the week ended 
October 28. 


Weekly Output Millions Kw.-Hr. 


1944 1943 
Oct. 28 4,358 Oct. 30 
Oct. 21 4,345 Oct. 23 
Oct, 14 4,355 Oct. 
Oct. 7 4,375 Oct. 
Sept. 30 4,366 Oct. 
Sept. 23 4,377 Sept. 
Sept. 16 4,395 Sept. 
Sept. 9 4,228 Sept. 
Sept. 2 4,415 Sept. 
Aug. 26 4,418 Aug. 
Aug. 19 4,451 Aug. 
Aug. 12 4,415 Aug. 


4,453 
4,415 
4,382 
4,342 
4,359 
4,360 
4,359 
4,229 
4,351 
4,322 
4,265 
4,288 


Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Sept. 
Sept. 
Sept. 
Sept. 
Aug. 


3,775 
3,753 
3,717 
3,702 
3,683 
3,720 
3,757 
3,583 
3,673 
3,640 
3,674 
3,655 


Aug. 
Aug. 


Percent Change from Previous Year 


Week Ending 
(eee 

Oct. 28 Oct. 21 

+ 0.1 

— 5.6 

— 0.5 

+ 3.4 

+ 2.6 

—I1.8 

— 0.5 


— 16 


Oct. 14 
+ 1.0 
— 5.0 
+ 1.6 
+ 5.4 
+ 3.5 
—12.6 
— 2.0 


— 0.6 


New England 
Mid Atlantic 


Rocky Mountain 
Pacific Coast 


Total United States.. — 2.1 
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REA Co-ops in 30 States 
Plan Spending $41,935,000 


One hundred and twenty-five Rural 
Electrification Administration coopera- 
ves in 30 states plan to spend $41,935,- 
0 for new lines in the three-year 
period after the war, first returns from 
‘ survey being conducted by the Na- 


tional Rural Electric Cooperative As- 
sociation recently showed. 

In five post-war years, these co-ops 
plan to spend $76,739,600 for new 
lines. which will total 90,100 miles and 
will bring in 226,339 new members. 
First tabulation included returns from 
10 co-ops in Illinois, 14 in lowa. and 
18 in Texas. 
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Receives Ordnance Award 


The American Society for Testing 
Materials has received the Ordnance 
Distinguished Service Award. Maj. Gen. 
G. M. Barnes, chief, technical division, 
Army Ordnance Department, made the 
presentation at ceremonies in Phila- 


delphia. 





Electric Unit Assignments 
Made by Allis-Chalmers 


Three appointments within the elec- 
trical department of the Allis-Chalmers 
Manufacturing Co., Milwaukee, Wis., 
were announced recently by R. S. 
Fleshiem, department manager. 

F. C. Ludington was named assis- 
tant to W. S. Edsall, manager of the 
switchgear and control sections of the 
electrical department. Mr. Ludington 
has been with the company for 21 
years and was previously employed by 
the Cutler-Hammer Co. in its engineer- 
ing department. 

J. S. Morgan, who started with Allis- 
Chalmers as a member of the gradu- 
ate training course in 1935, was ap- 
pointed sales engineer-in-charge of 
switchgear sales, the position formerly 
held by Mr. Ludington. Mr. Morgan 
is a graduate of Purdue university. 

W. M. Pickslay was named assistant 
engineer-in-charge of the control sec- 
tion of the electrical department. A 
graduate of Lehigh University, Mr. 
Pickslay entered the employ of Allis- 
Chalmers in 1929 as a member of the 
graduate training course. 

Other appointments recently an- 
nounced by Allis-Chalmers included 
W. A. Meyer as manager of dealer sales, 
succeeding S. H. Gorham, resigned, and 
James McClure as public relations 
representative for the Pacific region, 
with headquarters in San Francisco. 
Until recently Mr. McClure served the 
Sacramento Air Service Command as 
training co-ordinator and director of 
employee welfare for the U. S. Army 
Air Corps. Prior to that he was engaged 
in public relations work for the Pacific 
Gas & Electric Co. for many years. 


P Atsert L. Weiss of St. Louis has 
been named head of the insurance sec- 
tion of the Rural Electrification Ad- 
ministration. A native of St. Louis, Mr. 
Weiss has practiced law and operated a 
general insurance agency there for the 
past eight years. As head of the REA 
insurance section he provides general 
supervision and consultative services to 
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REA borrowers in insurance matters. 
Mr. Weiss was head of the Navy’s Con- 
solidated School of Aviation at the 
State Teachers College at Cape Girar- 
deau, Mo., until recently, when he was 
discharged from the U. S. Marine 
Corps. 


> Jor E. E.uiort, head of the indus- 
trial engineering department of the 
Southwestern Gas & Electric Co., 
Shreveport, La., has returned to his 
duties with that utility after more than 
two years of service with the armed 
forces. 


> Hersert S. Marks has resumed his 
duties as general counsel of the Office 
of War Utilities after returning from 
Great Britain where for about two 
months he participated in planning the 
rehabilitation of utility service in liber- 
ated areas. C. Grrarp Davipson, who 
filled in for Mr. Marks during his ab- 
sence, has returned to his duties as 
general counsel of the Bonneville 
Power Administration. 


> Pui B. Stewart, superintendent of 
the electric distribution department 
of the Cincinnati Gas & Electric Co. 
since 1936, resigned recently to go into 
the appliance business in suburban Cin- 
cinnati. A veteran of 27 years of utility 
service, Mr. Stewart joined the company 
at the age of sixteen. Advancing con- 
sistently, he was appointed assistant su- 
perintendent of electric distribution 
under Francis R. Healey in 1927 and 
became department superintendent after 
the death of Mr. Healey in 1936. 


> Joun Barnarp has been appointed di- 
rector of personnel for the Central 
Maine Power Co. Mr. Barnard has 
lately been acting purchasing agent 
of the company, and was appointed 
assistant to the superintendent of trans- 
mission in 1928, following some years’ 
experience in load dispatching and 
hydroelectric plant operation on the 
system. He was graduated from the 
University of Maine in 1922. 
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Ithaca Utility Elects 
Foster Vice-Presiden; 


William J. Foster, Jr., of Ithaca, Ny 
Y., has been named a vice-president of 
the New York State Electric & 6, 
Corp., succeeding Gray A. Strain, wh 
recently retired (ELECTRICAL Woy 
October 28, page 144). Mr. Foster has 
a background of 26 years in making o 
supervising many economic surveys, de 
preciation, inventory and valuation 
studies, rate analyses and design an( 
development of rates for many utilities 
throughout the United ‘States and (yp. 
ada. 

Employed in a consulting ‘capacity 
from 1922 to 1942, he became ‘directly 


associated with the local power com 
pany about two years ago as an advise 
on rates and rate problems, cost a 
counting and depreciation matters. 4s 
vice-president he will have respons 
bility for rate and regulatory commi 
sion matters, as well as work in fields 
of cost accounting and depreciation. 

Mr. Foster was graduated from An- 
herst College in 1921. While in schod 
he worked four summers for the Ger 
eral Electric Co. in Schenectady and 
after completing his college course he 
made his first inventory and valuation 
survey for the Adirondack Power & 
Light Corp. 


> J. V. Goncwer, Tacoma engineer, his 
been placed in charge of that city’ 
$23,000,000 second Nisqually power d 
velopment. The Charles T. Main Co. 
Boston, was formerly supervising eng 
neers for the project. 


> Tuomas V. Warp, chief electrical ib 
spector of the District of Columbis 
will end 30 years of government serve 
on his retirement November 30. He 

been with the District government a8 # 
electrical engineer since 1925 alt 
serving in the Army, Navy and Agt 
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qitural Department. He is a member 
of the American Institute of Electrical 
Engineers, past-president of the eastern 
yction, International Association of 
flectrical Inspectors and a director of 
the Electric Institute of Washington. 


>CuHarLEs E. WILson, president of the 
General Electric Co., was the recipient 
of an honorary degree of Doctor of 
Laws by Union College, Schenectady, 
conferred at recent convocation cere- 
monies for the October graduating class. 


>L. F. GrirFitH will rejoin the staff of 
the Petroleum Machinery Corp., New 
York, on November 15, as power engi- 
neer in connection with the supply of 
equipment for power projects in the 
petroleum industry and other power de- 
ylopments in the foreign field. Mr. 
Grifith has recently resigned from the 
War Production Board, as deputy chief, 
materials distribution section, power 
division of Office of War Utilities, to ac- 
cept his new position. 


PHarotp L. OLESEN, formerly assistant 
sales manager of the Weston Electrical 
Instrument Corp., Newark, N. J., has 
been promoted to the position of sale 
promotion manager. . 


>Dr. Perer L. BELLAscui, who is con- 
nected with the Sharon, Pa., laboratories 
of the Westinghouse Electric & Manu- 
facturing Co., has recently arrived in 
South America to help coordinate inter- 
American industry through science. Ar- 
rival of Dr. Bellaschi in Buenos Aires, 
John W. White, president of Westing- 
house Electric International Co., said, 
represents the start of a “give and take” 
tour in which he will study Latin Amer- 
ica’s expanding electrical needs and in- 
form leading South American industrial- 
ists, technical research men and 
educators of recent scientific develop- 
ments in the United States. Dr. Bellas- 
chi, inventor, author and an authority 
om electrical insulation, will visit 
Argentina, Peru, Brazil, Uruguay, Chile, 
Colombia and Venezuela. 


>Leavenwortu P. Sperry is the new 
president of the Scoville Manufactur- 
ing Co., Waterbury, Conn. Mr. Sperry, 
who was formerly executive vice-presi- 
dent, was elected to head the Scoville 
organization upon the retirement from 
that office of the late John H. Goss. 
Mr, Goss, who became chairman at the 
time of the executive changes, in Sep- 
tember, died on October 16. His 
nephew William M. Goss a son of the 
late E. O. Goss, was made executive 
vice-president. 
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OBITUARY 
Frank A. Merrick 


Frank A. Merrick, vice-chairman of 
the Westinghouse Electric & Manufac- 
turing Co. and its president from 1929 
to 1938, died on October 26 at his home 
in Hamilton, Ontario, Canada, in his 
seventy-sixth year. 

Mr. Merrick was associated with 
Westinghouse and its affiliated com- 
panies for 42 years. When in 1902 
Westinghouse absorbed the Steel Mo- 
tors Co. with which Mr. Merrick was 
connected, he was transferred to the East 
Pittsburgh headquarters to plan and 
change from exporting Westinghouse 
products to Canada to manufacturing 
them in a Canadian plant. A graduate 
of Lehigh University in electrical en- 
gineering, he had started on his busi- 
ness career with the Thomson-Houston 


Electric Co. in 1891, which later, by 
consolidation with the Edison Company, 
became the General Electric Co. 

After Mr. Merrick had planned the 
organization of the Canadian Westing- 
house Co., Ltd., he was sent to Hamil- 
ton, where he had charge of the con- 
struction of the company’s plant there. 
He remained for a number of years, 
first as superintendent, later as man- 
ager, and finally vice-president and 
general manager. When the United 
States entered World War I, he became 
general manager of the New England 
Westinghouse company’s Chicopee Falls 
plant which manufactured rifles and 
machine guns. After the war he went 
to London as special representative of 
the Westinghouse Electric International 
Co., two years later returning to Can- 
ada as vice-president and general man- 
ager of the Canadian Westinghouse Co. 

In 1925 Mr. Merrick was elected 
vice-president and general manager of 
the Westinghouse Electric & Manufac- 
turing Co. with headquarters at East 
Pittsburgh and in 1929 he was made 
president. 








> Hersert C. MAUGHAN, superintend- 
ent of the Logan, Utah, municipal power 
plant for 40 years, died recently at his 
home in Logan in his seventy-fifth year. 
Mr. Maughan became associated with 
the plant the year after it was. estab- 
lished in 1903. He was immediate past- 
president of the Utah war power emer- 
gency association. 


> DarreLL E. Suaw, 49, marine sup- 
erintendent of the General Electric Co. 
in the Pacific Northwest, died October 
15 in Portland, Ore. He had been in 
charge of installing General Electric 
equipment in Seattle and Portland ship- 
yard shops. A native of Kemptville, 
Nova Scotia, Mr. Shaw had been em- 
ployed by G. E. for nearly 25 years, 
serving in Chile, India and Russia. 


> CHartes C, WortHINGTON, interna- 
tionally known industrialist, died on 
October 21 at his winter home in Wash- 
ington, D. C. He was 91 years old. Mr. 
Worthington was formerly president of 
the International Steam Pump Co., the 
Henry H. Worthington Pump Manu- 
facturing Co., founded by his father, 
the Holley Steam Pump Co. of Buffalo 
and the Worthington Automobile Co. 
At the death in 1880 of his father, 
Henry H. Worthington, he took over 
the affairs of the Worthington Pump 
& Machinery Co. and brought about 
hundreds of improvements and new 
developments in pumps, compressors 
and other machines, resulting in the 
setting up of factories in four Euro- 
pean countries. At the turn of the cen- 
tury, he relinquished his interest in the 
pump industry and then devoted himself 
to the automobile industry. 


> Cuartes G. ATKINS, a consulting en- 
gineer in Chicago since 1901, died of a 
heart ailment on October 20 at his home 
in that city. He was 79 years old. Fol- 
lowing graduation from the University 
of Michigan, Mr. Atkins spent several 
years with the Westinghouse Electric & 
Manufacturing Co. before affiliating 
himself with the Chicago Edisen Co. 
He spent a year in the utility’s drawing 
room, being associated with some of 
the company’s early installation work, 
later becoming superintendent of the 
Edison company’s shops and subse- 
quently serving in the contracting de- 
partment where he made studies of the 
economics of isolated plants in Chicago. 
He joined C. A. Pratt as partners in the 
practice of consulting engineering and 
since Mr. Pratt withdrew from the 
firm Mr. Atkins had continued alone 
in his consulting practice. He was a 
member of the A.LE.E. and of the West- 


ern Society of Engineers. 









Westinghouse War 
Output Rises 22% 


All previous production records of 
the Westinghouse Electric & Manu- 
facturing Co. were shattered during the 
first nine months of this year, with 
total output of war equipment amount- 
ing to $612,099,591 in sales billed, ac- 
cording to an announcement by A. W. 
Robertson, chairman, to the board of 
directors. This figure is 22 percent 
ahead of the same period in 1943. 

“The high level of our manufacturing 
operations,” Mr. Robertson stated, “has 
enabled the company to reduce its back- 
log of unfilled orders (exclusive of 
held and terminated orders) 27 per- 
cent, from $906,200,874 to $655,509,- 
213 at the end of September. This re- 
duction in backlog is considerably 
greater than the reduction in new or- 
ders booked during this period.” 

New orders, amounting to $606,703,- 
566, decreased 21 percent during the 
first three quarters of this year, com- 
pared with the same period in 1943. 
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During the same period the company’s 
federal tax bill totaled $69,513,715, an 
increase of 21 percent over the com- 
parable 1943 period. Net earnings for 
the first three quarters of 1944 were 
$16,711,097, compared with $14,491,608 
in the similar period in 1943. 


Proctor-RCA Make 
Distributing Pact 


Electrical household appliances 
manufactured by the Proctor Electric 
Co., Philadelphia, will be distributed 
outside. the United States by RCA Vic- 
tor distributors and subsidiary com- 
panies located in 120 countries and ter- 
ritories. Announcement of the plan 
was made jointly by R. M. Oliver, vice- 
president of the Proctor company and 
Jay D. Cook, managing director of the 
international department, RCA Victor 
Division of the Radio Corp. of America. 

The arrangement to distribute Proc- 
tor appliances internationally, the two 
executives said, is in line with the post- 


“HERE IS WHAT THE CUSTOMERS WANT’—Sixty members of the Eastern sales force of the Okonite Co. gathered recently at the 
company’s research laboratory at Passaic, N. J. to explain to the technical staff their experiences in the field and the demands of 
customers. Technical men in turn solved some of the problems presented by the sales engineers, and research for developing 
additional products and information required to fill such market needs was authorized. E. D. Youmans, vice-president and tech 
nical director, standing at extreme right, is outlining recent wartime developments in insulated wire and cable and suggesting 
their potential commercial applications. Seated at the table, facing the camera, left to right. are J. E. Harral, assistant district 
manager, Philadelphia: Vice-President C. E. Brown, Jr.: W. R. Van Steenburgh, power and light manager, New York: H. B. 
Doyle, president of the company’s advertising agency; and E. J. Garrigan, vice-president and factory sales manager. 
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war expansion policies of their Tespec. 
tive companies. 

Both companies, now engaged jp 
war manufacture, look to the distriby, 
ing alliance as an aid in post-war ep, 
ployment. 





Industry Gives OPA 
Reconversion Advice 


Advice on reconversion pricing of 
fractional-horsepower electric motoy 
will be given the Office of Price Ad. 
ministration by a newly organized com. 
mittee representing approximately 135 
manufacturers, most of them located jn 
the Mid-West. 

Members of the committee are: A. ¥ 
Bartling, General Electric Co., Pon 
Wayne, Ind.; W. R. Clements, Master 
Electric Co., Dayton, Ohio; Paul J, 
Dale, Leland Electric Co., Dayton, 
Ohio; Charles Dunham, Electric Motor 
Corp., Racine, Wis.; W. H. Eldridge, 
Holtzer-Cabot Electric Co., Boston, 
Mass.; R. J. Russell, Century Electric 
Co., St. Louis, Mo.; J. J. Wall, Mara 
thon Electric Mfg. Co., Wausau, Wis; 
W. R. Frazer, Emerson Electric Mig. 
Co., St. Louis, Mo.; Hjalmar Hert, 
Diehl Manufacturing Co., Somerville, 
N. J.; H. A. Hudson, Wagner Electric 
Corp., St. Louis, Mo.; R. L. Irvin 
Westinghouse Electric & Mfg. G, 
Lima, Ohio; R. J. Montgomery, Pack 
ard Electric Div., General Moton 
Corp., Warren, Ohio; F. W. Smith, 
Robbins & Myers, Inc., Springfield, 
Ohio. 
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Machinery Orders 
Decline in August 


The value of new orders received by 
by manufacturers of electrical machin- 
ery during the month of August de- 
creased from the total reported for the 
month of July, according to the figures 
released by the Bureau of Foreign and 
Ce § Domestic Commerce. The index com- 
piled by the Bureau dropped to 316 


but. 


of Bom 396 in July. It stood at 486 in 
8 BH August, 1943. 
Ad Electrical machinery shipments also 
is declined in August, the index moving 
| in 
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ELECTRICAL MACHINERY INDICES of 
Bureau of Foreign and Domestic Commerce 


downward to 565 from 596 in July. 
is compares with 453 in August, 
1943 

Only a slight change was reported in 
the value of inventories of electrical 
machinery manufacturers. The index 
stood at 334.8 in August; 335.5 (re- 
vised) in July, 366.8 in August, 1943. 





Produces Millionth Unit 


The Charlotte (N.C.) plant of the 
National Carbon Co. on October 13 
; produced its millionth battery for the 
y Signal Corps, according to C. H. 
Vir, superintendent. With approx- 
mately 1,400 persons, mostly women, 
how employed, this plant began produc- 
tion with 20 employees on November 11 
last year. 








Field Reports on Business 


War expenditures currently account for 44 percent of the gross national produc- 
tion. Re-employment is taking place in some localities where a slackening in 
production occurred last month. Inquiries for electrical equipment to be used 
in post-war projects now being planned are increasing. 


PACIFIC COAST 


The total value of building permits for 
September in the seven western states was 
$12,120,661 or 20 percent less than for Sep- 
tember, 1943. Chief location of this overall 
decrease was the Pacific Northwest where 
Oregon and Washington registered 75 per- 
cent less than a year ago. 

The 33,000-kw. Pilot Knob plant near El 
Centro in Imperial Valley area has been 
granted a manpower rating. Its cost with 
33 miles of connecting transmission line will 
be about $5,500,000. Allis-Chalmers was 
low bidder for $71,600 of pumps for Oak- 
lands Bixler plant. 

Prospective orders include a group of 
15-kv. disconnect switches for Ampere sub- 
station of Bonneville System control and oil 
houses for Grand Coulee power station, a 
beacon and connecting lines for CAA in 
Harriman Hills, California, and transmis- 
sion and forest telephone lines in Arizona. 

New major Government construction cov- 
ers a $1,888,000 award for increased facili- 
ties and utilities at a Marine air station, 
with an additional $3,000,000 just approved; 
a $1,360,974 award for naval repair base in 
California and a low bid of $1,758,444 for 
buildings and utilities at Sawtell Veterans 
Hospital. 

Industrial developments cover a Ford 
assembly plant at Denver; a $600,000 plant 
to convert Wilmington, Calif., to dial tele- 
phone switching; a grain elevator at Con- 
don. Ore.; a large dehydrating plant at 
Sparks, Nev., to care for Nevada and Idaho 
farm products and a beverage plant at 
Pocatello. A Winslow, Wash., shipyard has 
received a $1,000,000 contract covering 
twelve tugs. 


NEW ENGLAND 


Inquiries for electricl equipment to be 
used in post-war projects now being planned 
are increasing. Pumping units, control ap- 
paratus and electrical timing and recording 
units are being listed for a wide variety of 
chemical processes. Small motor sales are 
keeping up and for the past month have 
reached high levels in volume with de- 
liveries the main obstacles to increased 
bookings, according to one representative. 
Manufacturers of communication apparatus 
are sending large amounts overseas and 
activity in developing high-frequency heat- 
ing applications is increasing. Shipbuilding 
backlogs are declining; one Maine yard re- 
ports diminishing its backlog of contracts 
by 25 percent during the past quarter; 
launchings are being maintained at a steady 
pace. 

Re-employment is taking place in many 
localities where a slackening in production 
occurred last month. The Springfield 
(Mass.) Armory is stepping up the produc- 
tion of the Garand rifle by 50 percent dur- 
ing the coming year. Watertown (Mass.) 
Arsenal ha’ installed a new electrically 
driven centrifugal casting machine with a 
spinning tube weighing 10 tons and capable 
of turning out gun barrels for 8-in. howit- 
zers and under. Belmont, Mass., is planning 
the removal of all overhead lines as a post- 
war project. Lighting fixtures and wiring 
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supplies for small contracts not subject to 
priority rulings are moving at a fair pace. 
Government demands for small electric 
bench tools is strong and Connecticut manu- 
facturers are filling sizable orders for over- 
seas. 

Industries in Connecticut have produced 
over 10 billion dollars worth of war sup- 
plies to date and have expanded factory 
facilities at a cost of $229,000,000. 


NEW YORK 


Reports indicate that many of the manu- 
facturers in the New York metropolitan 
area who received authorization for civilian 
use production under the Spot Authoriza- 
tion Plan are being hindered by material 
and price problems. 

The value of manufacturers’ inventories 
declined by approximately $500,000,000 in 
the first six months of this year and 
amounted to about $17,300,000,000 at the 
close of June, the Department of Commerce 
announced last week. 

Civil engineering construction volume in 
continental United States totalled $22,174,- 
000 last week. This volume was 7 percent 
higher than in the preceding week, but 31 
percent lower than in the corresponding 
week of 1943, Engineering News-Record 
reports. Private construction for the week 
was 114 pereent higher than the preceding 
week, and 113 percent above a year ago. 
Public construction, however, was 22 and 
54 percent lower, respectively, than the pre- 
ceding week and last year. 


CHICAGO 


A scattering of newly announced post- 
war expansion and improvement plans in- 
volving municipal street lighting systems, 
industrial concerns and municipal utilities 
are a significant part of the industry scene 
in the Chicago area. 

Des Moines, Iowa, city council is con- 
sidering the post-war expansion and im- 
provement of the city’s electrical street 
lighting: system. Project cost is estimated 
at $800,000 and involves installation of 
ornamental units in certain areas and ex- 
tension of the present system in a number 
of streets. Electro-Motive Corp., LaGrange, 
Ill., diesel locomotive manufacturer, is 
studying plans for a large one and two- 
story machine and mechanical shop, ware- 
houses and other structures. Cost is estim- 
ated at about $2,000,000, with electrical 
equipment. Northwestern Public Service 
Co., Huron, S. D., is soon to start erection 
of a new three-story addition to power 
plant where expansion will be carried out. 

Building construction in Illinois was off 
somewhat during September. In all, 2,204 
permits for building projects, estimated 
to cost $4,538,293 were issued in Septem- 
ber in 181 reporting cities of the state. 
This is a 13 percent decrease in the number 
of permits issued and a decline of 10 per- 
cent in valuation of projects compared 
with both August totals. 

Department store sales in Chicago for 
the week ended October 21 were 11 percent 
above the same week last year. Indianapolis 
sales were up 2 percent, Detroit 5 and Mil- 
waukee 15 percent. 
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SEC DECISIONS—HEARINGS 


The Securities and Exchange Com- 
mission, in a series of orders recently 
issued affecting electric utility com- 
panies: 


Deniep Proposep interim distribution of 
the United Light & Railways Co.’s common 
stock to holders of preferred stock of the 
United Light & Power Co. prior to a final 
court review of the latter company’s plan 
for liquidation and dissolution. Under the 
plan now before the United States Supreme 
Court for review, United Light & Power’s 
preferred holders would receive 94.52 per- 
cent of United Light & Railways’ common 
stock and common stockholders would re- 
ceive 5.48 percent. The plan was approved 
by the District Court for Delaware in 1943, 
but was appealed by Otis & Co., Cleveland, 
who questioned the right of common stock- 
holders to participate. 


Has Approvep a liquidation plan repre- 
senting a compromise of litigated claims 
for the bankrupt’ estates of the Common- 
wealth Light & Power Co. and its sub- 
sidiary, the Inland Power & Light Corp. All 
creditors are being paid off under the plan, 
which is to effect the dissolution of both 
companies. Inland and Commonwealth have 
been in. bankruptcy nearly twelve years. 
Public holders of Inland bonds will be paid 
an initial distribution of $66.75 for each 
$100 principal amount and 74 percent of 
any remaining funds upon liquidation. Pub- 
lic holders of Inland debentures and Com- 
monwealth bonds will be paid $30 for each 
$100 principal amount. Middle West Corp. 
will be paid in full satisfaction of all claims 
against the two companies with $260,786 
cash, 59,278 shares of Arkansas-Missouri 
Power Corp’s common stock (now held by 
Inland), 2,400 shares of Missouri Edison 
Co.’s common stock and a 26 percent share 
of any remaining funds. 


Has Approven a series of transactions de- 
signed to simplify the corporate structures 
of the NY PA NJ Utilities Co. and a major 
subsidiary, the Metropolitan Edison Co. of 
Reading, Pa. It reserved jurisdiction over 
the results of competitive bidding and the 
$24,500,000 principal amount of new bonds 
and 125,000 shares of new $100 par value 
cumulative preferred stock to be offered by 
Metropolitan Edison. The commission 
granted Mertopolitan Edison’s request short- 
ening the period for competitive bidding on 
new securities from ten to five days. Juris- 
diction also was reserved over the payment 
of all legal fees and expenses of counsel. 
Transactions which the commission found 
to be in compliance with the Holding Com- 
pany Act include: (1) transfer by Asso- 
ciated Gas & Electric Corp., top holding 
company of the system, to NY PA NJ of 
$584,000 principal amount of Mohawk Val- 
ley Co.’s 6 percent consolidated refunding 
gold bonds, due 1981, and $1,281,000 of 
NY PA NJ’s 5 percent debentures, due 
1952; (2) issuance by NY PA NJ to Guar- 
anty Trust Co. of New York of $10,000,000 
in 2 percent unsecured promissory notes; 
(3) transfer by Metropolitan Edison to 
NY PA NJ of $15,778,500 of Mohawk’s 
bonds: (4) Transfer by Metropolitan Edi- 
son to Staten Island Edison Corp. of 100,000 
shares of Staten Island’s no par value com- 
mon wai: (5). Payment by NY PA NJ to 
Metropolitan Edison of $9,049,000 and the 
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transfer for cancellation of the following 
Metropolitan Edison securities: 5,097 shares 
of $5 cumulative preferred stock, 81,220 
shares of $6 cumulative preferred stock, and 
9,412 shares of $7 cumulative preferred 
stock and (6) transfer to NY PA NJ for 
redemption of the following securities 
owned by affiliated companies: $520,000 of 
Mohawk’s bonds held by Staten Island and 
$33,400 by Associated Electric Co., and 
$232,500 of NY PA NJ’s 5 percent deben- 
tures owned by York Railways Co. 


ApproveD Issuance of $16,981,000 prin- 
cipal amount of first mortgage and collat- 
eral trust bonds, due 1974, by the Potomac 
Edison Co. Proceeds, supplemented by cor- 
porate bonds, will be used to redeem 
$11,981,000 of series B 5 percent bonds at 
105 percent of principal amount and $5,- 
000,000 of series F 44 percent bonds at 
107.5 percent. The company has estimated 
at $137,000 fees and expenses to be in- 
curred in the financing. Jurisdiction was 
reserved over the fees and over the results 
of competitive bidding. 


Has Approven proposal of California 
Oregon Power Co. to sell at competitive 
bidding $13,500,000 first mortgage bonds, 
due November 1, 1974, and apply the pro- 
ceeds, with general funds, to redemption of 
$13,500,000 outstanding first 4s, series due 
1966, at 1054 and accrued interest. The 
commission reserved jurisdiction respect- 
ing the results of competitive bidding, in- 
cluding price and underwriter’s spread. 


Reservep Decision on Standard Gas & 
Electric Co.’s amended plan for reorganiza- 
tion after hearing objections from several 
security holders. 


Has Approvep New York State Electric 
& Gas Corp.’s sale of the entire capital 
stock of the Patchogue Electric Light Co., 
Patchogue, L. I., for $625,000. The pur- 
chasers, residing in Bradford, Pa., and 
Buffalo, N. Y., are John O. Harmon, T. L. 
McDowell as trustees for John O. Harmon 
Jr., and Anna Lou Harmon; Bertha L. 
Harmon, Henry A. Satterwhite, Bernard 
M. Kirsch, Ella L. Jack, Gloria J. Kirsch, 
Mary E. Kirsch and Josarine K. Kirsch. 
Bernard Kirsch is vice-president of the 
Pennsylvania Electric Co., Johnstown, Pa. 

he commission directed the Associated 
Gas & Electric Corp, to sever relationships 
with Patchogue, an indirect subsidiary, in 
1942. 


Applications Filed 


AMERICAN & Foreicn Power Co., a sub- 
sidiary of the Electric Bond & Share Co., 
has filed a plan of recapitalization which 
proposes that in place of the present cap- 
italization of serial notes, debentures, pre- 
ferred, second preferred and common stock 
and option warrants to buy common stock, 
there will be substituted $119,281,200 of 5 
percent debentures and 2,500,000 shares of 
common stock. The plan is subject to 
approval by the SEC and the courts. 


New Encianp Pustic Service Co. has 
filed an amended plan of reorganization 
designed to merge the company into a 
subsidiary, New England Industries, Inc., 
following distribution of securities in its 
portfolio to stockholders. 


Kansas Power & Licut Co. has asked 
the commission to approve the sale by it 
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_*Ohio Edison 


of all its water plant property and distriby: 
tion system in the city of Hutchinson, 

to Amos Small of Wichita, Kan., for $949’ 
000. The company stated retention of the 
water system in Hutchinson is not Necessary 
to its electric and gas business. 


Wasuincton Gas & Etecrric Co,, try 
tees, Nathan A. Smyth and Leo Loeb, haye 
filed a plan for the sale by the company; 
wholly-owned subsidiary, Oregon Gas 4 
Electric Co. of its assets and the subsequent 
liquidation of Oregon. All Oregon’s ele. 
trical properties and facilities and all jt, 
assets except cash on hand, bill and 
accounts receivable, etc., would be sold tp 
West Oregon Electric Cooperative, Inc,,.o 
$130,000. plus adjustments. Upon the cop. 
summation of the sale and its dissolution 
Oregon’s assets would be paid over to the 
Continental Bank & Trust Co., of New York, 
the trustee under the mortgage 
Washington’s first lien and general mor. 
gage 6 percent bonds. 


Hearings Scheduled 


Novemser 6: On Crescent Public Service 
Co.’s proposed dissolution. Crescent’s hold. 
ing in three subsidiaries would be distrib. 
uted among security holders. Utili p- 
erties of a fourth subsidiary—O 
Utilities Co.—has been sold to Oklahoma 
Natural Gas Co. and Oklahoma Utilities 
is being dissolved. 


NovemBer 9: On plans filed for com- 
pliance with section 11 (b) of the holding 
company act by Buffalo, Niagara & Eastem 
Power Corp. and its immediate parent, 
Niagara Hudson Power Corp. Summarized 
the plans contain these provisions: B.N.&E, 
together with three of its subsidiaries, But 
falo Niagara Electric Corp., Niagara, Lock- 
port & Ontario Power Co. and the Lockpont 
& Newfane Power & Water Supply Co., will 
be consolidated into Buffalo, Niagara Elec. 
tric Corp. All of the capital stock of 
Niagara Falls Power Co. now © by 
B.N.&E. and of Hydraulic Race Co. and 
Lower Niagara ‘egg ph py a Water 

ly Co., presently own y Niagara, Lock 
oa & Gntario Power Co. will be owned 
by the Consolidated company. Niagara Falls 
Power Co. will continue to own the 
capital stock of Canadian Niagara Power 
Co., Ltd. Gorge View Park, Inc., and 
Niagara junction Railway Co. The out 
standing difference between the two plans 
is that Niagara Hudson proposes that it re 
ceive a larger equity of 35 percent in the 
new common stock, and a smaller participt 
tion of 65 percent of the issue for the holders 
of the $1.60 preferred stock, while 
Buffalo Niagara plan calls for allocation of 
approximately 91 percent of the new com> 
mon to the owners of the $1.60 pref 
and of approximately 9 percent to Niagara 
Hudson. 
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onsumers Power ,490, 
*Houston Lighting & Power 2,560.5 
*idaho Power 
*lowa Southern Utilities.... 
#Mountain States Power.... 
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*Sierra Pacific Power 
*Sioux City Gas & Electric.. 
*Tampa_ Electric 

*Texas Power & Light 


*Twelve months ended September 3. 
t Twelve months ended August 31. 
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trergy Requirements Dip, 
Peak Demands Up 3.5% 


Preliminary figures on September 
M4 electric energy requirements in- 
jieate a total of 18,240,105,000 kw.-hr., 
ji approximately 1,000,000,000 kw.- 
i, from August, and a decrease of 
i3percent from September of last year, 
yeording to the report issued by the 
federal Power Commission. 

Peak demands of the principal elec- 
i utility systems of the country for 
september 1944 aggregated 36,319,373 
iv, an increase of approximately 41,000 
jw, over the preceding month and a gain 
(3.5 percent over September, 1943. 
The latest available total of Class I 
ystem estimates of December peak de- 
nands for 1944 is 37,945,393 kw. 


Watthour Meter Limits 


Eased to Aid Vets Agency 


New standards on the basis of which 
applications for purchase of domestic 
yatthour meters will be judged by 
WPB’s regional office were included in 
Order L-151, which was amended re- 
ently, WPB announced. 

The Veterans’ Administration was 
added to the list of federal agencies 
which may accept deliveries of meters 
without restriction, and purchasers were 
directed to submit applications for pur- 
chase to regional WPB offices rather 
than to regional utility inventory control 
offices. 


Canadian Energy Output 
Still Higher than in 1943 


Central electric stations in Canada 
produced 3,275,010,000 kw.-hr. in Aug- 
ust compared with 3,149,361,000 kw.-hr. 
in the preceding month and 3,436,141,- 
00 kw.-hr. in August, 1943, the 
Dominion Bureau of Statistics reports. 


f During the first eight months of 1944, 


production _ totalled 26,953,536,000 
kw-hr. compared with 26,522,060,000 
sa in the corresponding period of 
43, 


Build Line from Canada 


Construction of a 60 kv.-power line 
fom Canada into the Metaline Fails, 
ash, mining district will begin early 
fis month, it was announced recently 
by the Washington Water Power Co., 
which will build ten miles of the line 
ftom the Canadian boundary. Kootenay 
Power and Light Co. of Nelson, B.C., 
¥ ch will provide the power, is ex- 
lending. its’ lines a short distance to 
the hordér. 






Sales Opportunities 


MaryLanp—Potomac Edison Co., Hag- 
erstown, plans new 33,000-volt transmission 
line, close to 14 miles. Power substation 
facilities will be installed. Surveys have 
been authorized and work will begin soon. 


Fiormwa—wu. S. District Engineer Office, 
Savannah, Ga., plans extensions in airfield, 
including several new buildings, and in- 
stallation of flood-lighting system and other 
lighting facilities. An air-conditioning 
system will be installed in buildings. En- 
tire project will cost about $236,000. Pro- 
posed to ask bids soon. 


OreEcon—Dairy Cooperative Association, 
1313 S.E. 13th St., Portland, plans new two- 
story and basement milk-processing plant, 
totaling about 75,000 sq. ft. floor space. 
Cost estimated close to $500,000, with 
mechanical and electrical equipment. Bids 
are scheduled to be asked in November. 
Claussen & Claussen, Guardian Bldg., 
Portland, are architects. 


CatirornN1A—Navy Department, Wash- 
ington, D. C., has authorized expansion 
at Marine Corps air station, comprising 
additional shops and warehouses, and 
other structures, with mechanical and elec- 
trical equipment. Also will extend elec- 
trical distribution system in conjunction 
with new structures for barracks, mess 
halls and other general service. Entire 
project estimated to cost $3,000,000. Work 
is scheduled to begin soon. Bureau of 
Yards and Docks, Navy Department, 
Washington, in charge. 


Texas—Owens-lllinois Glass Co., Waco, 
manufacturer of bottles and other contain- 
ers, plans expansion in local plant, to 
include additional buildings with machin- 
ery and electrical equipment. Cost esti- 
mated about $580,000. No announcement 
as yet made whether project will be carried 
out at this time or deferred as a post-war 
development. Main offices are in Ohio 
Bldg., Toledo, Ohio. 


Inp1ANA—Municipal Utilities Depart- 
ment, Garrett, is considering expansion 
and improvements in steam-electric power 
plant as a post-war project, with installa- 
tion of additional equipment. Also will 
make extensions and changes in distribu- 
tion lines and street-lighting system. Esti- 
mates of cost will be made soon. 


InptanA—Electric Light and Power De- 
partment, Peru, has plans nearing com- 
pletion and will take bids soon for ex- 
tensions in steam-electric power plant, in- 
cluding new 10,000-kw. turbine-generator 
unit and accessories, boiler and auxiliary 
equipment. Cost estimated over $600,000. 
Bevington, Taggart & Fowler, Inc., Indiana 
Pythian Bldg., Indianapolis, is consulting 
engineer. 


Wasuincton—Bonneville Power Ad- 
ministration, Department of Interior, 811 
N.E. Oregon St., Portland, Ore., will be- 
gin work before close of year on proposed 
new high-voltage switching station. It will 
be connected with Midway power sub- 
station of system, about 51 miles, with 
new 230,000-volt steel tower transmission 
line, on which construction will begin at 
same time. Contracts have been let for 
various primary equipment and awards for 
required miscellaneous apparatus will be 
made soon, including erection of station 
structure.and oil house for terminus, Com- 
pletion of project is scheduled late in 
spring of 1945. 
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Ca.irornta—Civil Aeronautics Adminis- 
tration, 1500 4th St., Santa Monica, plans 
new power line and beacon on Los Angeles- 
Salt Lake Airway, Los Angeles County. 
Bids are scenic to be asked soon. 
(Proposal 6-45-99.) 


Ounto—Board of Directors, Ohio State 
University, Columbus, Carl E. Steeb, busi- 
ness manager, plans new power plant at 
institution as part of an extensive post-war 
expansion to be carried out over a period 
of years. New station is estimated to cost 
about $980,000, with equipment. A new 
experimental station also is projected for 
post-war program, to cost approximately 
$750,000, with mechanical and electrical 
equipment. Also, new physics building to 
cost about $750,000, and science building, 
estimated at same amount. Howard 
Dwight Smith, Brown Hall, Ohio State 
University, is architect. 


LouistanA—Municipal Water, Light & 
Traction Department, Monroe, will receive 
bids until November 20 for addition to 
municipal power station, including equip- 
ment installation. Cost estimated about 
$170,000. Burns & McDonnell Engineer- 
ing Co., 107 West Linwood Blvd., Kansas 
City, Mo., is consulting engineer. 


MicuicAN—Budd Wheel Co., 12141 
Charlevoix Ave., Detroit, manufacturer 
of wire wheels and other pressed steel 
products, has plans maturing for new 
one-story addition, to be equipped as a 
press shop. Cost reported over $225,000, 
with mechanical and electrical equipment. 
Giffels & Vallet, Inc., Marquette Bldg., 
Detroit, is architect and engineer. 


WasHincton—Orcas Power & Light Co., 
East Sound, John E. Harrison, manager, 
plans new central generating plant for 
service in San Juan archipelago area, using 
diesel engine-generating units and acces- 
sories. Also proposes to extend and re- 
build transmission line in that district, 
latter work to modernize installation for 
reduction of power losses. Joint surveys 
and estimates of cost are being made with 
Bonneville Power Administration, Depart- 
ment of Interior, Portland, Ore. 


Ittinois—American Manganese Steel 
Division, American Brake Shoe Co., Chi- 
cago Heights, has plans for new one-story 
motor-generator station at plant, for which 
erection will begin soon. 


Louist1ana—General Chemical Co., 40 
Rector St., New York, N. Y., manufacturer 
of acids, heavy chemicals, etc., plans new 
plant for production of hydrofluric acid, 
comprising several one and multi-story 
structures, equipped for large output. Cost 
reported in excess of $500,000, with ma- 
chinery and electrical equipment. Project 
has priority rating; work will begin soon. 


Wisconstn—Algoma Plywood & Veneer 
Co., Algoma, has authorized plans for new 
power plant at mill, and proposes to ask 
bids for building and equipment early in 
1945. Estimates of cost are being made. 
Application will be made for a priority 
rating. L. L. Miller is vice-president and 
general manager. 


Itt1no1s—Hallicrafters Co., Inc., 2611 
South Indiana Ave., Chicago, manufac- 
turer of radio equipment, plans new one- 
story plant. Cost estimated close to 
$125,000, with machinery and electrical 
equipment. A. Epstein, 2201 West Persh- 
ing Rd., Chicago, is engineer. lp 
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Commercial Fixture 


Type LVR-448; 4-40 watt tubes; stem or flush 
mounting; Spero Electric Corp.; !8220 Lanken 
Ave., Cleveland, Ohio. 


Commercial fluorescent fixture which has 
4-40 watt tubes. Shielding is accomplished 
by evenly spaced egg-crate louvres. Reflect- 
ing surfaces finished in “Plastox” white (88 
percent reflection factor) are said to be so 
arranged as to eliminate “trapped light.” 
Plastic side panels shield end tubes and 
contribute to the appearance. 


Torque Screw Driver 


bolt 


Livermont Roto-Torg screw and driver: 
l-in, Ib. to 25-in. Ib. torque; 734-in. long 
1.3-in. diam. handle; Richmont, Inc., 215 W. 
Seventh St., Los Angeles, Cal. 


Screw driver has mechanism which 
operates on spring principle to regulate 
torque applied. Said to eliminate danger 
of over- or under-tightening, thread strip- 
ping or material damaging. Said to be 
particularly applicable for use with self- 
threading screws in the electrical, radio 
and plastic fields. 


Ground Clamp 


Ground clamp: processed steel; wt. |'/2 /bs.; 
max. jaw spread iin: ating 300 amp. 
Lincoln Electric Co., Cleveland, O. 


Ground clamp for welders designed so 
that each jaw connects independently to 
the ground cable. If one jaw is prevented 
from making a good electrical contact due 
to heavy scale. paint, etc.. the other will 


carry the current. Said to have a heavy- 
duty processed steel frame with copper con- 
ductors and contacts. 


Tachometer 


Tachometer; 500 to 3600 r.p.m.; diam. 2% in.: 
wt. 5!/. 0z.; Standard Machinery Co., Provi- 
dence 7, R. |. 


The r.p.m. indication is read without use 
of time or counting device. Readings are 
said to indéeate fluctuations. Scale is made 
up of black figures against an orange back- 
ground. Said to be dust and moisture 
proofed. Baked enamel protective coating 
on all surfaces except the scale, which is 
enclosed in a plastic tube. 


Floors 


Ferem; hardness 9 (Mohs scale); A. C. Horn 
Co., Long Island City, N. Y. 


Ferem, said to contain no sand, stone or 
silica and requires only the addition of 
cement and water for the construction of 
floors. Said to be resistant to wear, water 
and chemical disintegration. Principal 
component said to have a rating of 9 in. 
hardness on the Mohs scale. 


Heat Circulator Fan 


Heat circulator fan; 24-in. diam. propellers; 
115 v.; 60 ¢.; 300 watts; Reynolds Electric Co., 
2650 W. Congress St., Chicago, II! 


Fan developed to assist in hard-to-heat 
high ceiling rooms, such as churches, halls, 
school class rooms, etc. Said to cut heating 
time materially in such installations. An- 
other type of installation is in display win- 
dows where its use, it is stated, removes 
troubles from frosty or foggy panes. 


BUYING ELECTRICAL EQUIPMENT?— 
McGraw-Hill's Electrical Buyers Reference 
is a convenient place to look first for 
manufacturers’ product data, names and 
addresses. 


ELECTRICAL 


Model HF-6 speaker; 4 to 6 watts 9 
6-in. permanent magnet speaker; 6 ohm 
coil; wall or desk use; 9-in. wide, | 
high, &/2 in. deep. Executone, Inc., 4{ 
ington Ave., New York I7, N. Y, 


Baffle type reproducer unit re 
for wide-angle coverage of medium and 
noise level areas. Has four-step vol 
trol, with cut-off switch, provides for 
dividual adjustment at each unit. Fro 
and back openings have protective covering 
. rigid mesh faced with harmonizing grille 
cloth. 


Forge-pressure Timer 


Electronic forge-pressure timer; calibrated in 
milliseconds: Industrial Control Div., Generé 
Electric Co., Schenectady, N. Y. 


Timer, which is designed for dual prt 
sure spot welding machines of the capaciit 
discharge type. consists of a timing cit! 
with a regulated d.c. source, necesst! 
tubes, and a time delay relay with, 
timing for compensating for the delay 2 
operation of the solenoid valve on 
ing machine; so that the forge pressure 
be applied at any point during current 
charge. 
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Because of the basic importance of adequate wiring to the entire electrical industry, 
Anaconda is presenting messages like this in a wide list of national publications. 


HOW ABour Tne 
SCRAMBLE Fop 
POSTWAR MARKETS? 


BE SAFE — BE CERTAIN 


If the facts below make sense, check up on your wiring plans now! 


FUTURE MARKETS 
Foresighted market surveys won’t mean much if 
plant wiring and service equipment capacity don’t 
back up potential volume. 
NEW DEVICES 


Do your plans anticipate the huge increase in the 
use of electricity—the power demands of new, com- 
plex electrical machines? 


COSTLY TEAR-DOWNS 


Figure the expense of possible downtime and labor 
costs for emergency wiring and equipment. 


‘ween 


OBSOLESCENCE 


What about your banker? He’ll want to be sure 
that electrical efficiency is adequate to keep your 
plant a prime commercial risk. 


POSTWAR EMPLOYMENT 


You'll want to help assure places for the horde of 
returning men. Don’t let inadequate wiring cramp 
your personnel. 


Obviously unwired planning will cost a lot more 
than planned wiring. Wire Ahead! Have a talk 
with your electrical contractor, power engineer or 
utility power engineer. = 


ANACONDA WIRE & CABLE COMPANY 


25 Broadway, New York 4... Sales Offices in Principal Cities 
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... AND SAVE man-hours, money, materials! Allis-Chalmers Dry- 
Type Transformers permit quick, easy changeover to meet shifting 
production demands ... because they can .be installed right next to 
equipment they serve. Go up anywhere—on posts, beams, overhead 
platforms — because they’re: 1, small; 2, lightweight; 3, won’t drip 
on anything below! Their dry type, air-cooled construction means 
extra safety, reduced maintenance. For there’s no insulating liquid 
required, none to test, filter or change. No oil fire hazard, fire- 
proof vaults are not needed. Get more facts on these compact, 
adaptable units today! Call our nearby district office, or send for 
Bulletin B6027. ALLIS-CHALMERS, MILWAUKEE 1, WISCONSIN. 


—serc Allis-Chalmers 
Dry-IT ype lI ranstormers 
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eo Tune in the Boston Symphony, Blue Network, every Saturday at 8:30 pm. EWT. 
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